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Be eT E a Papa oP th. E 
@) Positive Today: 630 WY Recovered Today: 128 
ÏR Death Today: 03 4 Active Cases: 1425 
S*Y Sample Positivity today: 3.74% R% Recovery Percentage: 95.58% 
| Total cumulative Positive COVID-19 detected: 347098 
2 Total Number (%) of COVID-19 Patients Treated/ Cured: 331756 (95.58%) 
3 Total Number (%) of COVID-19 patients migrated out of state: 6494 (1.85%) 
4. Total Number (%) of COVID-19 Deaths: 7423 (2.15%) 
5 Number of samples found negative for COVID-19 today: 16214 
6 Total number of samples sent for COVID-19 testing today: 18380 
7 Total number of cumulative samples found negative: 8269095 


ACEM, —= m 
elds Abre è a > atte 


aoe asl daw Ht aha St 


PUG pg qəd] p sale ee pe 





int eral cit E 





Uttarakhand State Control Room 
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Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


Detailed Status of Sample Tested 
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Details of Districts having Positive COVID-19 Cases 
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Hospital Wise Death 


District Cumulative Deaths Name of the Hospital No. of Deaths 
Dehradun 
Govt. Doon Medical College, Dehradun 


Details of State Control Room 








Saras VAT 





E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.comToll free No: 104/01352609500 





R5 Whatsapp No. 9412080544 


Details of District Control Rooms 


Districts District Control Room Number 
Almora 05962-237874, 05962-237876 


7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 
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COVID-19 Vaccination 


6th January 2022 


* Sessions Held Today: 1297 

* Number of Beneficiaries Vaccinated Today: 91505 

* Number of Beneficiaries Partially Vaccinated: 8114050 
* Number of Beneficiaries Fully Vaccinated: 6515916 
* Total 18-44 years beneficiaries Partially Vaccinated: 4845994 
* Total 18-44 years beneficiaries Fully Vaccinated: 3791788 
* 15 to 18 years beneficiaries Partially Vaccinated: 226318 


Details of Beneficiaries Vaccinated in Uttarakhand 


Fully 
15-17 Vaccinated i 
i , Partially Fully 
Partially Partially 18+ years | Last24 | Vaccinated | Vaccinated 
Vaccinated vaccinated (Both Dose hrs. (1st Dose (Both Dose 
(1st Dose (18+ years) Coverage) Coverage) Coverage) 
Coverage) 


3987 4017 
2244 2253 


Partially Fully 
Vaccinated | Vaccinated 
(1st Dose (Both Dose 
Coverage) Coverage) 


, 
1 
i 

27 | 20092 | 19265 | 
, 
1 

7 


37215 33985 3 


12440 12438 34688 32707 
3460 3468 4984 | 4994 
| 226318 | 7579237 | 6219608 120491 115540 | 71 188004 180768 


8307 8023 
2686 2662 
4912 4923 





